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also a psychologist and performs his duties in close
co-operation with both the teachers and parents.
The German Museum of Hygiene.
The German Museum of Hygiene at Dresden
is a good illustration of the efforts which are made
in Germany to spread the knowledge of scientific
and rational hygiene. It owes its origin to the
First International Hygiene Exhibition held at
Dresden in 1911. In accordance with the desire
of the founder of the Exhibition, a philanthropist
named Lingner, the Exhibition was converted in
course of time into a museum with financial assis-
tance from the Reich, the State of Saxony and
the city of Dresden. The completion of the pre-
sent magnificent building of the Museum was the
occasion for the inauguration of the Second Inter-
national Hygiene Exhibition held in 1930. A
Third Exhibition of the kind was held in 1931.
The Museum serves as a central institute for
hygiene, its object being to arouse popular inter-
est in matters of hygiene and to educate the peo-
ple at large in the theory and practice of hygiene,
The pictures, models and mechanical appliances
for illustrating various matters pertaining to
hygiene (for example, the anatomical and physio-
logical structure of the human body, the working
of the muscular, respiratory and circulatory sys-
tems), have been so skilfully prepared and scienti-
fically arranged with charts and explanations that
even a visitor who does not know the A, B. C.
of Hygiene can understand them without any